




L-3 hand-held meter 
$16.95, including leather 
carrying case. 
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Unless your eyes 
are calibrated 


in /-stops, — - 


YOU NEED AN ARGUS LIGHT METER! 


It’s fine to know your camera so well it’s almost part of you... 
but you never know it so well that you don’t need a light meter. No 
two picture situations are ever the same... and guesstimates are 
old-fashioned! 


So, don’t take chances . . . use an Argus Light Meter and be sure 
all your pictures are right on the button. Argus has two models, you 
know ... the L-3 hand-held meter and the L-44 clip-on type. They’re 
both calibrated for ASA ranges from 2.5 to 1000, f-stops from 1.4 
to 22 and shutter speeds from 1/1000 to 120 seconds. Movie camera 
settings at 64, 32, 16 and 8 frames per second. 





Best of all, their rugged construction and famous Argus quality 
assure accurate exposure data under any picture-taking conditions 
you’re likely to encounter. See them at your Argus dealer’s, soon! 


L-44 clip-on meter $17.50, in- 
cluding leather carrying case. 
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ARGUS CAMERAS, ANN ARBOR, MICHIGAN 
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